URBAN  DISTRICT  OP  CLACTON-ON-SEA 


Annual  Report  on  Shipping 
■ 194S. 
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No  Shipping  entereh--.or 'lert  ..a#''' 
during  the  year  1942,  and  no 
action  was  required. 


(Sgd)  W.  A.  MILNE. 

Medical  Officer  of  Health. 


Public  Health  Dept., 
Town  Hall, 

Clacton-on-Sea. 

21.2.43. 


